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173760B Resident 

201B UnboundProcedure 

205B StartFault 

211B Codelnconsistency 

215B ParityError 

221B PhantomParityError 

173754B Signaller 

401B SendMsgSignal 
405B ResumeError 

173740B DisklO 

601B RetryableDiskError 
605B UnrecoverableDiskError 
611B DiskCheckError 

173314B Swapper 

1001B SwapError 
1005B SegmentFaul t 
1011B Insuff icientVM 
1015B VMnotFree 
1021B InvalidObject 

173040B DiskKD 

2001B DiskFull 

173034B NonResident 

2201B NoGlobalFrameSlots 

2205B StackError 

2211B PortFault 

2215B LinkageFault 

2221B ControlFault 

2225B Inval idGlobal Frame 

173010B Process 
2601B Aborted 
2605B TimedOut 
2611B TooManyProcesses 
2615B Inval idProcess 

173004B Strings 

3001B StringBoundsFault 
3005B bcplStringOverf low 
301 IB mesaStringOverf low 
3015B Overflow 
3021B InvalidNumber 

172774B Directory 

3401B BadFilename 
3405B BadDirectory 

172764B Files 

3601B FileError 
3605B FileNameError 
3611B FileAccessError 

172754B Segments 

4201B Inval idSegmentSize 
4205B InvalidFP 

172750B StreamsA 

4601B StreamError 

172740B FSP 

5201B ZoneTooSmall 
5205B Inval idZone 
5211B NodeLoop 
5215B InvalidNode 
5221B NoRoomlnZone 

172634B SystemDisplay 

5601B NotEnoughSpaceForDi splay 
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172624B StreamlO 
6001B Rubout 
6005B LineOverf low 

172620B TimeConvert 
6201B InvalidTime 

172604B LoadState 

6401B LoadStateFull 

172560B Allocator 

6601B TableOverf low 
6605B TableFailure 

172410B DebugNub 

7001B KillThisTurkey 
7005B Quit 
7011B CantSwap 
7015B CAbort 

Runlmage (cannot find symbols) 

MesaBootLoader (cannot find symbols) 

172064B SymTab 

10401B StaticNestError 
10405B NameClash 

171744B SymbolCache 

11001B NoSymbolTable 

11005B II legal Symbol Base 

1101 IB IncompatibleSymbol Table 

171664B FilePack 

12201B FileProblem 
12205B FileVersionMix 
12211B OwnFile 

MesaTab (cannot find symbols) 

171574B Scanner 

13201B Buf ferOverf low 

171330B Parser 

13401B TreeFull 

171270B Pass3D 

14401B CheckTypeLoop 
14405B LogTypeLoop 
14411B CheckExprLoop 
14415B LogExprLoop 

171250B Pass3I 

15001B Undeclaredldentif ier 
15005B Ambiguousldentif ier 

171230B Pass3S 

15401B InsertCatchLabel 

171144B Pass3Xb 

1640 IB OperandStackOverf low 
16405B Unresol vedTypes 

171124B SymbolCopier 
17001B MissingHti 
17005B UnknownModule 
17011B TableRelocated 

170700B Pass4Xb 

21001B MixedRepresentation 
21005B VStackOverflow 
21011B Emptylnterval 

170650B Code 

21401B ACStackOverflow 
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21405B ACStackUnderflow 

21411B StackNotEmptyAtStatement 

21415B CodeNotlmplemented 

2142 IB DeletingUnreachableCode 

21425B CodePassInconsistancy 

21431B CodePassError 

170574B Address 

22601B Inval idBDOItemRelease 
22605B Address ingError 
22611B InvalidField 

170554B Stack 

2320 IB Inval idHeapRel ease 
23205B Inval idTempRel ease 
23211B StackModel ingError 

170530B Flow 

23601B UndeclaredLabel 

170520B Calls 

24001B LogHeapFree 

170500B Store 

2420 IB Construct ionError 

24205B GetFloorWD 

2421 IB PutAddressOnStack 

24215B BuildlnTemp 

24221B ValsOnStack 

24225B AddrOnStack 

170464B Expression 
24601B MWConstant 

170440B Statement 

25401B CatchFrameTooLarge 

25405B Inval idStateStorageLocation 

170414B OutCode 

2560 IB FileSequenceError 

170360B PeepholeZ 

26401B Unconvertedlnstruction 



ErrorTab (cannot find symbols) 



